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Message Text 

UNCLASSIFIED 

PAGE 01 FORT L 01 136 202353Z 
12 

ACTION SCA-01 

INFO OCT-01 AF-05 ADP-00 SCSE-00 PPTE-00 VOE-OO RSR-01 

RSC-01 /009W 

015407 

R 202037Z JUL 73 
FM AMEMBASSY FORT LAMY 
TO SECSTATE WASHDC VIA POUCH 

UNCLAS FORT LAMY 1 136 

SUBJECT: CONSULAR PACKAGE - FY 1975 

REF: CA-5060 

E.O: 1 1652:N/A 
TAGS: CGEN 

JULY 11, 1973 

FY 73 FY 74 FY 75 

(ACTUAL (PROJ. (PROJ. 

WKLD) WKLD) WKLD) 

I. IMMIGRANT VISAS 
IV'S ISSUED 8 3 3 

IV'S REFUSED 0 0 0 

IV'S REPLACED 0 0 0 

TOTALS 83 3 

MAN HOURS UTILIZED 

AMERICAN 20 6 6 

LOCAL 44 9 9 

TOTALS 64 15 15 

H. NON-IMMIGRANT VISAS 
NIVS ISSUED 104 104 104 

NIVS REFUSED 0 0 0 

NIVS REV A/TRANSFERRED 9 9 9 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 FORT L 01 136 202353Z 
SUB-TOTAL NIV CASES 113 113 113 
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BCC'S ISSUED 0 0 0 

CREW LIST VISAS 

CREW LISTS PROCESSED 0 0 0 

INDIVIDUAL NAMES INCLUDES 0 0 0 


CONGRESS. CORRESP. 

0 

0 

TOTALS 

0 

0 

0 

MAN-HOURS UTILIZED 



AMERICAN 

19 

19 


LOCAL 

37 

37 

37 

TOTAL 

56 

56 

56 


in. SPECIAL CONSULAR 
SERVICES 

DEATH OF AMERICAN CITIZENS 0 0 0 

ESTATES AND PROPERTY CLAIMS 0 0 0 

NOTARIALS 15 10 15 

WELFARE/WHEREABOUTS 0 1 1 

ARRESTS 22 2 

SEAMEN AND SHIPPING 0 0 0 

TREASURY CHECKS 0 8 8 

SERVICES FOR OTHER FEDERAL 
OR STATE AGENCIES 0 0 0 

CONGRESS . CORRESP 0 0 0 

TOTALS 17 21 26 

MAN-HOURS UTILIZED 
AMERICAN 5 3 3 

LOCAL 58 8 

TOTALS 10 11 11 

IV. CITIZENSHIP AND 
PASSPORT SERVICES 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 FORT L 01 136 202353Z 

EXECUTION OF APPLICATIONS 15 16 16 

EXAMINATION OF APPLICATIONS 3 3 3 

ISSUANCE 17 19 19 

CERT. OF CARD OF IDENTITY 0 0 0 

NO FEE 2 2 2 

AMENDMENT 1 1 1 

VERIFICATION 0 0 0 

REGISTRATIONS 10 10 10 
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BIRTH AFFIDAVIT 0 0 0 

BIRTH REGISTRATION 111 
COPY FS 240 1 1 1 

WITNESS TO MARRIAGE 1 1 1 

WAIVER OF PASSPORT 0 0 0 

TOTALS 57 58 58 

MAN HOURS UTILIZED 
AMERICAN 10 10 10 

LOCAL 40 40 40 

TOTAL ADP008 

UNCLASSIFIED 

PAGE 01 USUNN 02645 2101 19Z 
12 

ACTION EUR-25 

INFO OCT-01 IO-13 ADP-00 CIAE-00 PM-07 INR-10 L-03 NEA-10 

NSAE-00 PA-03 RSC-01 PRS-01 USIA-15 TRSE-00 MBFR-03 

SAJ-01 DODE-OO AF-10 SS-15 NSC-10 RSR-01 /129W 

016016 

R 210108Z JUL 73 
FM USMISSION USUN NY 
TO SECSTATE WASHDC 8828 
INFO AMEMBASSY LISBON 
AMEMBASSY THE HAGUE 

UNCLAS USUN 2645 

E.O. 11652: NA 

TAGS: PFOR, NATO, NL, PO 

SUB J : DUTCH INITIATIVE ON NATO AND PORTUGAL 

1. IN COURSE OF JULY 20 REMARKS BEFORE COMITE OF 24, 

FRELIMO VICE PRES DOS SANTOS EXPRESSED THANKS TO NETHERLANDS 
FOR AGREEING TO CONTACT CANADA, ICELAND, NORWAY AND 
DENMARK WITH REQUEST THAT THEY FORMALLY LAUNCH EFFORT IN 
NATO TO DISCOURAGE ARMS SUPPORT FOR PORTUGAL WHICH 
MAY BE USED IN AFRICA. 

2. REQUEST ANY BACKGROUND WHICH MAY BE AVAILABLE. 

SCALI 


UNCLASSIFIED 
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NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973FORTL01 136 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: FORT LAMY 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9730721 /aaaaapcj. tel 

Line Count: 162 
Locator: TEXT ON-LINE 
Office: ACTION SCA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 73 CA-5060 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: ANOMALY 

Review Date: 26 DEC 2001 

Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26-Dec-2001 by thomasv0>; APPROVED <13 FEB 2002 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CONSULAR PACKAGE - FY 1975 
TAGS: CGEN 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



